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(Operation Manual) 
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I . How to install Software ROMs 



Each Software ROM is labeled with a Location Number shown on it ( 1^^ Shaded 
Portion illustrated below), which indicates the corresponding location on the P.C. 
Board where it should be installed. 



MDS-SC 



(Label on. Software ROM) 



"VS.SOCCER" contains 6 Software ROMs and 1 Custom IC. which have location 
numbers, 1A or-6A. 1B or 6B. 1C or 6C, 1D or 6D. 2A or 8A, 2B or 8B and 2F or 
8F. Each ROM and IC must be mounted into the proper IC Socket. 

For VS.DUAL SYSTEM (two monitors): If "VS.SOCCER" is to be installed in main 
(left) side of cabinet, then EPROMs and Custom IC should use locations 1A, 1B, 1C. 
1D, 2A, 2B ana 2F. For sub (right) side, use locations 6A, 6B. 6C. 6D, 8A. 8B and 8F. 

For VS.UNISYSTEM (one monitor) : "VS.SOCCER" EPROMs and Custom IC must use 
locations 6A. 6B, 6C, 60, 8A, 8B and 8F (sub side). 
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[ CAUTION: Make sure the Software 
I ROMs and Custorr ICs are 

' inserted properly. 
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SW1 corresponds to this program. 

MAIN f Left side for two monitor game- -Not used 
for one monitor game. 
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SW2 corresponds tc tnis program. 1 

SUE 'Riant side tor two monitc 5ame--Aisc used ro r one monitor game'; (o) 



ROM and IC Location on P.C. Board 



NOTE:" V'S.SCCCr". " car oe h:er-na~gec between ief: anc rign: siae on twc 
monitr' game. 



2. Points and methods of adjustment 



Game Option Settings 
MDS P.C. Board 
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SW1-MAIN 

(Left side for two monitor 
game- -Not used for one 
monitor game) 

SW2---SUB 

(Rignt side for two monitor 
game--Aiso used for one 
monitor game) 
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INITIAL POINTS 
SETTING 

600 PT3. 
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CAUTION 



The suggested factory settings for VS. SOCCER are listed below. It is recommended 
that you carefully check the dip switch settings prior to operation. For the 
VS. Dualsystem , the dip switch settings will be on either SW1 or SW2 , depending on 
which side of the P.C. Board you install, the EPRCM ' s and custom I.C.. Refer to the 
operation manual for further instructions. For the VS. Unisystem , the EPRCM ' s and 
the custom I.C. must be installed in the "sub" side of the P.C. Board, and then SW2 
is used. 



SW1 or SW2 


1 


2 


3 


4 


5 


6 


7 


8 


off 


off 


off 


on 


on 


off 


on 


off 



in'Vi 



ON 
OFF 



©Lr 



s 
a. 
z 
2 

-J 

"5 

u. 

UJ 

o S3 
o H2 

< 



*CS-0t-CPU 

CZDCZD 
smm toe. 



1& 








09 

C 



EZE2 I 



S3 


4) 
03 


E2 


»BI ^ 


ES 


53 • 



© - »w « 



It 
Please refer to the dip switch settings label and the VS.-Pak Operation 

Manual for further information. 
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